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CAGE CODE 
3CMA0 
THREADS 


INTERNAL: CLASS 2B 
EXTERNAL: CLASS 2A 


SURFACE ROUGHNESS: 


.X ±.1 
.XX ±.01 
.XXX ±.005 
ANGLES ±1° 


REMOVE BURRS & BREAK EDGES 
0.005 TO 0.015 
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NOTES: 


ARRIVES IN 2 PARTS, ASSEMBLED DIMENSIONS SHOWN 


VENDOR: 
AVEO ENGINEERING - FIRST LIGHT AVIATION 
3336 LINDBERGH AVE. 
LIVERMORE CA, 94551 
PHONE: 925-443-9999 
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